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THE GAZETTE OF INDIA : EXTRAORDINARY 


[Part II—Sec. 3(ii)] 


MINISTRY OF CONSUMER AFFAIRS, FOOD AND PUBFIC DISTRIBUTION 

(Department of Consumer Affairs) 

(BUREAU OF INDIAN STANDARDS) 

NOTIFICATION 
New Delhi, the 24 th May 2017 

S.O. 1703(E) .—In pursuance of clause(b) of sub-rule (1) of Rule 7 of the Bureau of Indian 
Standards Rules, it is, hereby notified that the Indian Standard, particulars of which are given in the 
second column of the Schedule hereto annexed has been cancelled on the date against it in the third 
column and stands withdrawn . 

SCHEDUFE 


SI. No. 

No and Year of the Indian Standards Cancelled 

Date of Cancellation 

(1) 

(2) 

(3) 

1 . 

IS 11218 : 1984 Specification for marine valve hand wheels 

11 November 2016 

2. 

IS 8821 (Part 1): 1978 Specification for steering gear, Part 1 
Values of torques 

11 November 2016 

3. 

IS 8821 (Part 2): 1982 Specification for steering gear, Part 2 
Hand hydraulic steering gear 

11 November 2016 

4. 

IS 8821 (Part 3): 1990 Inland vessels-Steering gear Part 3 
Method of shop testing 

11 November 2016 

5. 

IS 8950 : 1993 Inland vessels-Harbour tugs-General 
Requirements 

11 November 2016 

6. 

IS 11094 : 1984 Strength performance requirements of 
service brake components of powered industrial trucks 

11 November 2016 
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C. B. SINGH, Addl. Director General 
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1. 

Tit UP 12187 : 1987 

10 attp2015 

2. 

apt UP 14512 : 1998 

10 Ttp2015 

3. 

apt UP/apf up # 2017-2 : 2007 

10 at#T2015 

4. 

apt up/apf up # 6954 : 2000 

10 Ttp2015 

5. 

3TT#UP 15594 : 2005/ap§ UP# 10815 : 1996 

10 attp2015 
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NOTIFICATION 

New Delhi, the 24th May, 2017 

S.0.1704(E) .—In pursuance of clause(b) of sub-rule (1) of Rule 7 of the Bureau of Indian 
Standards Rules, it is, hereby notified that the Indian Standard, particulars of which are given in the 
second column of the Schedule hereto annexed has been cancelled on the date against it in the third 
column and stands withdrawn . 


SCHEDULE 


SI. No. 

No and Year of the Indian Standards Cancelled 

Date of Cancellation 

(1) 

(2) 

(3) 

1 . 

IS 12187 : 1987 Specification for Coffers 

10 April 2015 

2. 

IS 14512 : 1998 Safe cum safe deposit lockers-Specification 

10 April 2015 

3. 

IS/ISO 2017-2 : 2007 Mechanical vibration and 
shock-Resilient mounting systems Part 2 Technical 
information to be exchange for the application of vibration 
isolation associated with railway systems 

10 April 2015 

4. 

IS/ISO 6954 : 2000 Mechanical Vibration-Guidelines for 
the measurement, reporting and evaluation of vibration with 
regard to habitability on passenger and merchant ships 

10 April 2015 

5. 

IS 15594 : 2005/ISO 10815 : 1996 Mechanical 
Vibration-Measurement of vibration generated internally in 
railway tunnels by passage of trains 

10 April 2015 


[Ref: PUB/GN-3] 
C. B. SINGH, Addl. Director General 
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